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SUMMARY 


The Bethe-Bloch stopping power relations for inelastic collisions have 
been used to determine the absorption of electron and proton energy for models 
of graphite, epoxy, and graphite/epoxy ccanposites. Electron energies from 0.2 
to 4.0 MeV and proton energies from 0.3 to 1.75 MeV, the energies that exist 
in geosynchronous Earth orbit (GEO) , were used. Absorption profiles due to 
inelastic collisions for monoenergetic electrons were determined for cured neat 
epoxy resin, pure graphite, and graphite/epoxy composites. Electron energy 
losses due to bremsstrahlung were determined from these values. The absorption 
profiles due to inelastic collisions for monoenergetic protons were determined 
only for the cured epoxy resin. Finally, the dose-depth profiles in a cured 
epoxy resin were determined for an environment of distributed electron and pro- 
ton energies that closely approximated the energy distribution in GEO. 

The absorption profiles for monoenergetic particles showed that the protons 
did not penetrate deeper than 0.005 cm. They were absorbed at the surface of 
the resin, whereas the electrons, even for the lowest energy, penetrated into 
the bulk of the materials. Due to inelastic collisions, graphite absorbs approx- 
imately 16 percent more electron energy per unit path length than does the resin. 
Consequently, varying the fiber volume fraction of a structural composite 
between acceptable limits will not significantly alter the amount of energy the 
composite will absorb. Bremsstrahlung, the other mechanism by which electrons 
lose energy in the target materials, is not significant. Energy loss due to 
bremsstrahlung is less than 3 percent of the loss due to inelastic collisions. 

Two important conclusions were suggested by the dose-depth profiles due 
to inelastic collisions in epoxy resin for electron and proton energy distribu- 
tions that approximated those for GEO. First, the absorbed dose for a 10- to 
30-yr mission for both electrons and protons is equal to doses which have been 
shown in laboratory studies to cause serious degradation of mechanical proper- 
ties of composites. Second, graphite/epoxy composites are not effective shield- 
ing materials. 


INTRODUCTION 

Recent papers on future Earth-orbital space flight have discussed concepts 
for large space structures and long duration missions. These concepts inher- 
ently include two important questions; What materials should be used to build 
large space structures? What effects will the space environment have on proper- 
ties of these materials during a long duration mission? 

The choice of materials will depend significantly on the requirements for 
structural properties. The authors in reference 1 have stated that a high 
degree of stiffness will be required and that launch loads will not be important 
because construction of the structure will take place in space, either by modu- 
lar assembly or by a structural component manufacturing technique. Powell and 



Browning (ref. 2) and Goodwin (ref. 3) have suggested that a beam builder be 
transported into low Earth orbit and used to manufacture subassemblies for 
structures. The beam builder described in reference 2 would use graphite/ 
thermoplastic prepreg, whereas the beam builder in reference 3 would use precut 
aluminum. Since nondistorting structures are desired (ref. 4) , there is con- 
siderable interest in using graphite and aramid fibers. In reference 3, 

Goodwin dealt with a concept for the structure of a solar power satellite and 
suggested that graphite/epoxy ccxnposites be used in order to achieve high 
stiffness and small thermal distortion with minimum weight penalty for a large 
space structure. Thus in a majority of the papers which have dealt with the 
concepts for structure of large spacecraft, the designers have recognized that 
graphite fiber /polymer resin composites can provide the required mechanical and 
physical properties. The concept of long duration missions, however, adds a 
further requirement for the materials. The materials must maintain a minimum 
level of property values for the duration of the mission; that is, they must 
be durable. Specifically, the materials must be durable in the radiation envi- 
ronment which exists in space. 

Studies of the durability of an earlier generation of polymer materials 
have shown that total radiation doses that are typical of exposure for 10 or 
more years in an Earth-orbital environment do alter mechanical and optical prop- 
erties. As shown by data presented in reference 5, exposure of a polyester to 
an electron fluence equivalent to exposure for 30 years in a geosynchronous 
Earth orbit (GEO) resulted in a decrease of 41 percent in tensile strength and 
a decrease of 14 percent in elongation. At 350 nm, optical transmission of the 
polyester changed from 70 percent to 0. This material obviously was not stable 
in a radiation environment. Radiation effects are not limited to one class of 
material. For example, a simulation (using gamma radiation) of 30 years of 
electron exposure in GEO for glass/epoxy composite materials caused a reduction 
in flexural strengths by as much as 53 percent (ref. 6) . In another study 
(ref. 7), an accelerated electron exposure equivalent to a 30-yr GEO mission 
caused cured neat epoxy resin to lose 33 percent of its tensile strength and 
4 percent of its tensile modulus. In the same study, a 1 0-yr electron exposure 
was simulated for a graphite/epoxy composite. The tensile modulus of the com- 
posite was reduced 8 percent and its flex modulus was reduced 28 percent. A 
simulated 30-yr proton exposure for graphite/epoxy material reduced its tensile 
modulus 22 percent. These data suggest that radiation seriously reduces the 
stiffness of graphite/epoxy composites. These results are consistent with the 
literature cited in reference 8. The available literature indicates that the 
properties of polymer materials are significantly altered by radiation doses 
which are typical of those expected for 10- to 30-yr GEO missions. 

Not all of the radiation which strikes a large space structure will be 
absorbed by the materials that are used for structural components. Depending 
on particle energy and material thickness, part of the radiation will pass 
through exterior ccmponents and be absorbed by interior components. Most of 
the interior of a spacecraft will contain electrical and optical subsystems 
vrtiich may be susceptible to radiation damage. An example of electronic sub- 
systems would be those for personal communication, electronic mail, and educa- 
tional television satellites (discussed in ref. 9) . Therefore, the ideal 


2 


II 


structural materials must be durable and provide effective shielding to radia- 
tion. If one or both of these characteristics do not exist, one of a number of 
remedial measures ranging frcan engineering changes to material modifications 
may be required. 

The preceding discussion on material durability and the need for shielding 
emphasizes the need to demonstrate the space worthiness of a material before 
accepting it for structural applications. A knowledge of the characteristic 
absorption and transmission of radiation by a material is basic to this demon- 
stration. This paper is a report of theoretical calculations of the absorption 
and transmission of electron and proton radiation for a model of graphite/epoxy 
ccmposite. These calculations were made with the Bethe stopping power relations 
\diich have frequently been applied and verified for models of simple atomic and 
molecular structures (refs. 10 and 11) but vrtiich have not been applied for the 
much more complex epoxy molecular structures. The results of these calculations 
will be useful to the material scientist for determining the radiation energy 
dose that would be absorbed and transmitted by an epoxy-like material. The 
absorption and transmission profiles for the graphite/epoxy composite model are 
presented in this paper for the GEO environment. 


SYMBOLS 

c speed of light, cm/sec 

Eg electron energy, MeV 

EgQ initial electron energy, MeV 

Ep proton energy, MeV 

Epo initial proton energy, MeV 

e electron charge , C 

I average ionization potential, MeV 

niQ electron rest mass, g 

N atom density 

^eu electron penetration for uniform energy loss, cm 

Pp proton penetration, cm 

S)tj linear stopping power for bremsstrahlung , MeV/cm 

S) 3 i linear stopping power for bremsstrahlung due to ith type atom center, 

MeV/cm 
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Sg linear stopping power for electrons, MeV/cm 

Sec(Ee) linear stopping power of composite for electrons having energy Eg, 
MeV/cm 

Seg(Ee) linear stopping power of graphite for electrons having energy Eg, 
MeV/cm 


Sei 

®er (®e^ 


Spr ( ®p) 
V 


Vf 

X 

Z 

Zi 

e 


linear stopping power for electrons due to ith type atomic centers, 
MeV/cm 

linear stopping power of resin for electrons having energy Eg, 
MeV/cm 

linear stopping power for protons, MeV/cm 

linear stopping power for protons due to ith type atomic centers, 
MeV/cm 

linear stopping power of resin for protons having energy Ep, MeV/cm 

particle velocity, cm/sec 

fiber volume fraction 

distance, cm 

atomic number 

atomic number of ith type atcxn 
= v/c 


ANALYTICAL RELATIONS 
Inelastic Collisions 

As a charged particle passes an atomic or molecular center, it imparts an 
electrical pulse which excites or ionizes the center. This interaction is an 
inelastic collision, which is the primary means by which the charged particle 
loses energy. The amount of energy transferred per collision depends on the 
velocity of the charged particle and the distance of its closest approach. The 
average energy loss per unit path length through the target material may be 
determined for electrons and protons frcxn expressions for the stopping power. 

Electrons .- The electron linear stopping power is the average electron 
energy loss per unit path length due to target excitation or ionization by 
inelastic collision. An expression for stopping power was developed by Bethe 
in the early 1930's (refs. 12 and 13) and later refined (ref. 14) to the form 


4 




where Sg has units of MeV/cm. The electron velocity is represented by 

V = c[l - moc2/(Ee + moc2)2]^^' , where mg is the electron rest mass, N is 
the elemental atomic density, Z is the atomic number, I is the average 
atomic ionization potential, e is the electron charge. Eg is the electron 
energy, c is the speed of light, and B is v/c. Relation (1) is for rela- 
tivistic electron energies and is not applicable for electron energies less than 
100 keV. Energies less than 100 keV were not important for the purpose of this 
paper, so the nonrelativistic expression for Sg is not included in this paper. 
If the target material consists of more than one element, the stopping power of 
the material is the sum of the atomic stopping powers, that is 
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where Sg^ is for the ith type atom. Simple addition is justified by the addi- 
tivity rule of Bragg (ref. 11). 

Protons .- An expression for proton energy loss per unit path length in a 
material, proton linear stopping power Sp, was also developed by Bethe 
(refs. 12 and 13). The expression is similar to that for electrons. 



4e4 j r 2mov2 

NZ /in 

mov2 ^ - 3 ^) 



(3) 


where Sp is in MeV/cm. The linear stopping power for protons Sp is an aver- 
age energy loss as it is for electrons. Relation (3) is for relativistic proton 
velocities and is not applicable for proton energies less than 100 keV. If the 
target material consists of more than one type of elemental center, then 
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where Spi is the linear stopping power for the ith type center. 


5 



Bremsstrahlung 


Energy loss from energetic electrons in the form of bremsstrahlung becomes 
significant for electron energies greater than 10 to 100 MeV. The energy value 
above vrtiich significant bremsstrahlung losses occur depends on the target mate- 
rial. Bremsstrahlung is based on the classical theory that charged particles 
passing at high speed close to the nucleus of an atom will decelerate and radi- 
ate electromagnetic energy in the form of gamma radiation and X-radiation. The 
amount of electron energy loss due to bremsstrahlung may be compared to inelas- 
tic losses (ref. 15) by the relation 


®b ^e^ 

Se 819 MeV 


(5) 


MATERIAL MODEL 
Neat Resin 

The resin selected for modeling was tetraglycidyl 4,4' diamino diphenyl 
methane (TG 4,4' DDM) epoxy cured with diamino diphenyl sulfone (DDS) . Figure 1 
is a depiction of the epoxy model. The dashed line encloses the repeat cured 
unit. The technique of selecting a repeat unit for modeling of molecular struc- 
tures has been previously used in the determinations of Sq and Sp for much 
simpler polymer systems (ref. 11). The model is given the name CN0SH1 , where 
the letters represent the atomic constituents and the number represents the num- 
ber of TG 4,4' DDM molecules in each repeat unit. Table I contains the values 
of the atomic parameters for CNOSHl that are required for using the equations 
presented in the preceding section. The stopping powers for each type of atomic 
center were determined and the results were added for each electron and proton 
energy. The sums, Sgr (^e) ^nd Spj- (Ep) , are the electron and proton linear 
stopping powers of the resin model. 


Graphite Fibers 

The electron stopping power of graphite fibers was determined from the 
stopping power of carbon. The carbon parameters were the same as given for 
carbon in table I except the value of N was 9.036 x 10^2 atoms/cm^. The 
results, Sgg (Eg) , were used as the stopping power of graphite. 


Graphite/Epoxy Composite 

Electron stopping power of the composite was determined from the relation 
®ec(^e) “ ^fSeg (^e) + (1 “ Vf)Sgi-(Eg) vrtiere Vf is the composite fiber volume 
fraction. This equation ejq)resses the ccanbined electron stopping power of resin 
and fiber, with each value weighted for its volume content, as a weighted aver- 
age of energy absorption of the composite. 
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RESULTS AND DISCUSSION 
Electron Inelastic Collisions 

Resin The electron stopping power for CN0SH1 is plotted in figure 2 for 
several electron energies. Stopping power curves included in figure 2 are from 
data in reference 11 for three other polymer systems. The values of stopping 
power for these three simpler systems were also calculated with the Bethe-Bloch 
equation. The stopping power for CNOSHl is highest because the density of the 
epoxy was 1.32 g/cm^, whereas the densities used for ^lyethylene, polystyrene, 
and polyvinyl chloride were 0.95, 1.02, and 1.25 g/cm^, respectively. As demon- 
strated in figure 2, the epoxy is much more effective for absorbing electron 
radiation, hence a better radiation shield, than the other materials. The mass 
stopping powers, obtained by normalizing the stopping powers in figure 2 with 
respect to their polymer masses, would be nearly the same for all four com- 
pounds. Moreover, the mass stopping power of CNOSHl is similar to those tabu- 
lated in reference 10 for oxygen, iron, and aluminum. Indeed, the stopping 
powers for any material may be estimated by multiplying the mass stopping power 
of any standard, such as aluminum, by the density of the material in question. 
Aluminum, because of its higher density, is a more effective shield than is 
epoxy. However, a trade-off must be made between shielding effectiveness and 
other properties, such as weight and stiffness, when deciding which material 
to use. The stopping powers for CNOSHl and aluminum are plotted in figure 3 
to compare the shielding provided by the two materials. 

Figure 4 is a plot, in terms of path length, of electron stopping power in 
CNOSHl for several initial electron energies from 0.2 to 4.0 MeV. These ener- 
gies are typical of most electrons in the space environment. The energy loss 
per unit path length is nearly constant along the initial portion of the path 
for electrons with initial energies greater than 0.5 MeV. The length of path 
for constant energy loss depends on the initial energy of the electron. The 
loss rate increases rapidly for approximately the last 0.2 cm of path length, 
regardless of the initial energy. Calculations of electron energy loss were 
not made for remaining electron energies of less than 0.1 MeV because rela- 
tion (1) is not applicable for energies less than 100 keV and because the 
remaining 100 keV does not appreciably alter the estimate of path length. 

Total path length of an electron is defined in this paper as the travel 
distance required to lose all but 0.1 MeV of energy and is plotted as a func- 
tion of initial electron energy in figure 5. The data points have a straight- 
line fit: 


Path length (resin) = -0.04 + 0.41Ego (6) 

where path length is in cm and initial electron energy Ego is in MeV. The 
depth of penetration (practical mean free path) is approximately eight-tenths 
of the path length (refs. 11 and 15). Therefore, the depth of penetration for 
vrtiich uniform energy loss occurs is determined by subtracting 0.2 cm from rela- 
tion (6) and then multiplying the difference by 0.8. The amount 0.2 cm is sub- 
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tr acted because the absorption for approximately the last 0.2 cm of total path 
length is nonuniform. Hence, the penetration of an electron for which the 
absorption of energy is approximately uniform is 


Pgu (resin) = 0.8 (-0.24 + 0.41 Ego) 


(7) 


The shape of the energy loss curves for electrons (fig. 4) and relations (6) 
and (7) may be applied for an actual TG 4,4' DDM epoxy cured with DOS, because 
the carbon centers dcmiinate the energy loss process. The ratio of the number of 
carbon centers to the total number of atomic centers in CNOSHl and in the actual 
epoxy are not significantly different. For example, the ratio is 0.41 for 
CNOSHl and 0.39 for CNOSHl 000. 

Graphite .- Figure 6 is a plot of electron energy loss in graphite for dis- 
tance along the path length. The initial electron energies are the same as 
shown in figure 4. The uniform energy loss is 3.0 MeV/cm. The uniform loss 
per unit path length in graphite is approximately 16 percent higher than in the 
resin model. The total path length for an electron with an initial energy of 
4.0 MeV is 1.3 cm, which is 18 percent shorter than the path length in the resin 
model. This path-length difference is more significant for lower initial elec- 
tron energies. In graphite for example, the total path length of electrons with 
initial energy of 0.2 MeV is 0.3 cm, or 40 percent less than the total path 
length in the resin model. 

The total path-length data from figure 6 is plotted in figure 7 as a func- 
tion of initial electron energy. The data have a straight-line fit, with 


Path length (graphite) = -0.04 + 0.33Ego 


(8) 


where path length is in cm and Ego is ij^ MeV. A relation for penetration with 
uniform energy loss is found in the manner discussed for the resin model; 


Pgu (graphite) = 0.8 (-0.24 + 0.33Ego) 


(9) 


Ccmposite .- Figure 8 is a plot of electron energy losses in the resin, 
graphite, and ccmposite models for a fiber volume fraction Vf of 0.62 and 
an electron with an initial energy of 4.0 MeV. The value of 0.62 was chosen 
because this value corresponds to the typical Vf for graphite/epoxy prepreg 
and, therefore, Vf for a composite would be at least this large. The uni- 
form energy loss for Vf = 0.62 is approximately 12 percent greater than for 

neat resin, and total path length for Vf = 0.62 is 14 percent less than for 

neat resin. The total path-length data in figure 8 can also be used to deter- 
mine the total penetration of electrons in a composite. Figure 9 is a plot of 

the total path-length data as a function of Vf for 4.0 MeV electrons. The 
data have a straight-line fit when 
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Path length (ccmposite) = 1.59 - 0.29vf 


A more general expression for path length may be found from relations (6) 
and (8) : 


Path length (composite) = -0.04 + (0.41 - 0.08vf)Ego 


( 10 ) 


The penetration for an electron with uniform energy loss from relations (7) 
and (9 ) , is 


Pqu (ccmposite) = 0.8Q-0.24 + (0.41 - 0.08vf)Eg<J 


( 11 ) 


Relation (11) may be used to determine the radiation shielding graphite/ 
epoxy COTiposite would provide. Given in table II are the minimum energies 
required for normally incident electrons to pass through different thickness 
composites with vf = 0.62. The trapped electron spectra shown in figure 10 
are for selected orbits (ref. 8, p. 47). Comparison of data in table II and 
figure 10 suggests that a majority of the electrons in any orbital environment 
will pass through composites of the thicknesses tabulated. 


Proton Inelastic Collisions 

Resin .- Figure 11 is a plot of proton energy absorption as a function of 
path length in CNOSHl for several initial proton energies from 0.31 to 1.74 MeV. 
This energy is typical of that found in space (ref. 8) . Because protons are 
not appreciably deflected, path length and penetration are approximately the 
same. The calculations were not made for energies less than 0.1 MeV because 
relation (3) is not appropriate for proton energies less than 0.1 MeV. The 
immediate observation from figure 1 1 is that proton absorption occurs at the 
surface. Figure 1 2 is a plot of proton penetration in CNOSHl as a function of 
initial proton energy. The data have a power curve fit of 

- 1.59 

Pp = 1.84(10)-3Epo 

where Pp is in cm and EpQ is in MeV. The data for proton penetration in 
CNOSHl would be expected to be similar to that in TG 4,4' DEM cured with DDS 
because of the same reasons given in the discussion of electron energy loss in 
resins. 

Graphite and composites .- Because proton energy typical of the orbital 
environment is absorbed at the surface of resins, the proton absorption will 
also be at the surface of graphite and composites. If the composite has a 
resin-rich surface, the proton radiation would probably not reach the fibers. 
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Different ccxnposite values of Vf would not affect the proton absorption pro- 
file in the ccxnposite. 

Breiasstrahlung 

Resin .- The loss in energy due to bremsstrahlung is applied only for elec- 
trons. For protons with Kp = 1.75 MeV, no significant energy loss occurs 
through bremsstrahlung. Relation (5) is used to determine the ratio of loss 
due to bremsstrahlung to loss due to inelastic collisions. For the resin. 


Sb = 


I 


®bi ~ 


Ee 

1.31 X 10“3 
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where the summation is over the different atomic types. The ratios S^/Sg for 
CNOSHl are plotted in figure 13 for several electron energies up to and includ- 
ing 20 MeV. At 4.0 MeV, the amount of electron energy loss in CNOSHl due to 
bremsstrahlung is 3.0 percent of the loss due to inelastic collisions. Of 
course if higher energy electrons are used to simulate space radiation of com- 
posites, bremsstrahlung may beccme a significant factor. The ratios would not 
be expected to differ appreciably for TG 4,4' DM4 cured with DDS, because the 
carbon atcms dominate the absorption of electron energy. Indeed, if the ratios 
Sb/Se for CNOSHl are substituted into relation (5), the effective atomic num- 
ber is 6.1. 

Graphite and composite .- The atomic number Z for graphite is 6.0. The 
ratio of Sjy'Sg for Z = 6.0 and electron energies up to and including 
20.0 MeV is almost identical to the ratios for the resin model CNOSHl shown in 
figure 13. 

The percentage of electron energy loss in a graphite/epoxy composite due 
to bremsstrahlung is almost identical to that of the resin, since the value of 
Z for graphite, 6.0, and the effective value of Z for CNOSHl, 6.1, are approx- 
imately the same. Therefore, electron energy losses due to bremsstrahlung will 
not vary appreciably with Vf. 


Absorption and Penetration of Particulate Radiation in Epoxy 
for Geosynchronous Earth Orbit 

The plans for potential long duration flight of large space structures have 
frequently cited GEO as the orbit necessary for accomplishing mission goals. 

For the mission to be successful, the structure and the subsystems within must 
be capable of withstanding the total radiation dose. Therefore, designers must 
know what dose will be absorbed by the structure and how much radiation energy 
will pass through the structure. The absorbed dose and the amount of energy 
transmitted are presented in this section for epoxy resin in a GEO environment. 
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Calculations are not Included for graphite and graphite/epoxy composites 
because, as was discussed in the preceding section, the path length and linear 
energy absorption of electrons for these materials do not differ appreciably 
from those for the resin. The calculations of absorption and transmission were 
made using equations (1) and (3) and the data for distribution of particle 
energy given in reference 8 (pp. 37-62) . 

Electrons .- The amount of electron energy calculated to be absorbed and 
transmitted by cured epoxy resin in GEO is shown in figure 14. The calculations 
did not include the last 100 keV of energy for each electron. The epoxy is the 
same model as described earlier. For reference, the nominal thicknesses of 4- 
and 8-ply composites are included in the figure. The large amount of absorption 
near the surface occurs because of the large number of lower energy electrons. 
Thus, a cured resin would experience a higher dose in the front portion of its 
bulk and no dose in its final portion if it were sufficiently thick. In fig- 
ure 14, the dose rate at the front surface is approximately 2.2 x 10^ rads/hr 
and at 0.04 cm the dose rate is 2.7 x lo^ rads/hr. After 30 years, the absorbed 
doses at these two depths are 5.8 x io® and 7.2 x lO® rads. These are the doses 
discussed in the introduction for which polymer materials began to show serious 
mechanical property deterioration in the laboratory. These values could easily 
be doubled by the radiation a large space structure would experience during the 
6 to 1 2 months required for transition from low Earth orbit to GEO. Conse- 
quently, the total dose at some intermediate period of a long duration mission 
could cause serious structural failure. However, other failures may precede 
structural failures simply because of the electron radiation that may be trans- 
mitted by a composite. 

Energy transmitted through a structural wall and into the interior of a 
spacecraft may degrade the subsystems within the spacecraft. The amount of 
transmitted energy may be substantially high as shown in the dose-depth profile 
(fig. 14). Thicknesses of resin equivalent to 4- and 8-ply composites would 
transmit approximately 70 and 40 percent, respectively, of the incident radia- 
tion. These values would be approximately 15 percent less for a composite 
because of the higher absorption of the graphite content. But still, the amount 
of transmitted radiation would be sufficient to damage interior electrical and 
optical systems. For example, glass will deteriorate at doses as low as 
10® rads (ref. 8, pp. 403-431). Consequently, thin graphite/epoxy composites 
are not good shields to electron radiation. 

Protons .- Graphite/epoxy composites will, however, provide shielding for 
proton radiation. The dose-depth profile for the cured epoxy resin in a GEO 
proton environment is shown in figure 15. The last 100 keV of energy for each 
proton is not included in the profile. The proton energy is absorbed in approx- 
imately 0.005 cm, a thickness equal to one- tenth of a composite ply. After 
30 years, the total dose at the surface would be 10^® rads which, based on the 
laboratory studies discussed earlier, may seriously reduce the stiffness of 
graphite/ epoxy. The extremely large surface dose suggests that problems may 
occur even if a protective thermal coating were used. Generally, these coatings 
are thin, hence proton energy would be absorbed at the interface of the coating 
and the composite. At doses as high as 10^® rads, the interface could rupture 
and lead to removal of the coating as well as deterioration of the optical prop- 
erties of the coating. 
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CONCLUDING REMARKS 

The Bethe-Bloch stopping power relations for inelastic collisions have 
been used for cured epoxy and graphite to determine their absorption of energy 
frcxn electron and proton space radiation. The calculations were made for mono- 
energetic particles and for the energy distribution which exists in geosynchro- 
nous Earth orbit. 

The results for monoenergetic particles show that proton energy is absorbed 
near the surface, whereas electrons penetrate and their energies are absorbed in 
the bulk of the material. The absorption of electron energy in pure graphite is 
only 16 percent higher than in cured neat resin. Therefore, absorption of energy 
will not vary appreciably for the practical range of fiber content in structural 
graphite/epoxy composites. Electron energy losses due to bremsstrahlung, which 
were determined frcm the losses due to inelastic collisions, were less than 
3 percent of the total energy loss for energy values which occur in space. 
Therefore, bremsstrahlung is not an important process for graphite/ epoxy com- 
posites in space. 

The results for energy distributions for electron and proton radiation 
in geosynchronous Earth orbit (GEO) suggests that minimum dose levels of 
7.2 X 10® rads for electrons and 10^® rads for protons may occur for a 30-yr 
mission. Laboratory studies have shown that these dose values will cause ser- 
ious deterioration of mechanical properties of graphite/epoxy composites. For 
electron radiation in GEO, a significant portion of radiation energy would pass 
through even an 8-ply composite and thus could damage electrical and optical 
systems within a spacecraft structure. For proton radiation in GEO, the dose 
profile suggests that thin coatings for thermal control could degrade and rup- 
ture due to energy absorption at the interface of the coating and the composite. 


Langley Research Center 

National Aeronautics and Space Administration 
Hampton, VA 23665 
October 10, 1979 
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TABLE I.- VALUES OF AOmiC PARAMETERS FOR CNOSHl 


Parameters 

Carbon 

Nitrogen 

Oxygen 

Sulfur 

Hydrogen 

Atcm density, N, 
10^2 atoms/cm^ 

4.3294 

0.4810 

0.7216 

0.1 203 

5.0509 

Atomic number, Z 

6 

7 

8 

16 

1 

Ionization potential, I, 
10“4 MeV 

.78 

CO 

CO 

1 .01 

1.54 

1.80 


TABLE II.- MINIMUM ENERGY REQUIRED FCR ELECTRONS 
TO PASS TEIROUGH COMPOSITES^ 


Thickness, 

Minimum energy. 

cm (number of plies) 

MeV 

0.025 (2) 

0.21 

.050 (4) 

.30 

.075 (6) 

.40 

.100 (8) 

.49 


^Fiber volume fraction, Vf = 0.62 





Figure 1.- Model, CN0SH1 , of tetraglycidyl 4,4' diamino diphenyl methane epoxy cured 

with diamino diphenyl sulfone. 





Figure 2.- Electron stopping powers for CN0SH1 and several other 

polymer systems. 





Figure 3.- Electron stopping power for CNOSHl and aluminum. 
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Figure 4.- Loss of electron energy in CNDSHl 


4 



Initial electron 
energy, MeV 


1 


2 


resin model 



151 - 



Initial electron 
energy, MeV 


0 


1 


1 


2 


Path length, cm 

Figure 6.- Loss of electron energy in graphite model. 
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Figure 10.- Trapped electron spectra in Earth orbital environment. 
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Figure 11.- Proton energy absorption in CN0SH1 . 
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Figure 13.- Ratio of electron energy loss in CN0SH1 due to bremsstrahlung 
Sh, to energy loss due to inelastic scattering Sg. 
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